A 


A 


A 


A 




S.F.-3 



.798 


1.62 



(x2) 


SECTION A-A 


-1 


HOUSING 


SECTION A-A 


-1 


HOUSING 


BLANK 



(x2) 



.427 (x3) 


1/4-20 UNC 


(x3) 


.630 



-3 


FIXTURE 


BLANK 



(x2) 


V-GROOVE 


ALIGNMENT 


MARKS (x2) 



(x2) 


V-GROOVE 


ALIGNMENT 


MARKS (x2) 


A 


A 


A 


A 



(x2) 



DEPTH .125 


(x3) 


.278 


(x3) 



TYP. 


-3 


FIXTURE 



S.F.-1 



(x2) 


.278 


REF. 


-1 
-3 


-5 




TOLERANCES ON: 


1. BREAK ALL SHARP EDGES 


UNLESS OTHERWISE SPECIFIED 


DECIMALS 


.XXX 


.X 


.XX 


.005 


.1 


.01 



UNLESS OTHERWISE SPECIFIED 


DIMENSIONS ARE IN INCHES 




DESCRIPTION 


-1 


QTY 
PART # 


HOUSING 
1 


OR SPECIFICATIONS 



MATERIAL 


1018 RND BAR 


B/O INFORMATION 


QTY 


ASSY 


FINISH 


SPEC 


TREAT 


HEAT 


APPROVED 


DRAWN BY: 
PERRITT 


USED ON MODEL 


BELL 412 


QTY 


ASSY 


# 


ASSY 


BLACK OXIDE 


-3 
FIXTURE 
1 


-5 
SOCKET HEAD SET SCREW 
3 
STEEL 
1/4-20 UNC x 3/8 


SPUR GEAR DATA FOR -1 & -3 


No. of TEETH 
30 


PA STUB 


MAJOR DIA. 


MINER DIA. 


30 


DP 
16/32 


.135 PINS INTERNAL 
1.651 


NOTES 


1. SPLINE DATA SUPPLIED BY AMERICAN MACH. & GEAR; 


30T, 16/32DP, 30PA STUB, .135 PINS INTERNAL 1.651, 



AND -3 FIXTURE. 


2. REF. BELL #412-240-028-101. 
1018 RND BAR 


UNDER REVIEW 


URF 19-1175 19.11.01 (VM) 


